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YOUR OFFICIAL 
BNTRY BLANK 


The Mrs. America contest is in full 
swing for the third year with the gas 
industry’s participation, following its 
launching in January. Contest applica- 
tions are pouring into the AGA Head- 
quarters and gas company personnel 
and AGA staff members are constantly 
at work processing these applications 
that will lead to the entry for the out- 
standing housewife in America. 

The finals in each state and the Dis- 
trict of Columbia will be completed 
this year by April 20. During May, 
exact date to be announced later, state 
finalists and their husbands will be 
taken to Ellinor Village, Daytona 
Beach, Florida. The 49 finalists will be 
assigned to individual -gas-equipped 
villas, each “equipped” with the official 
“Mrs. America” sponsored products. 
Then for an entire week they will be 
required to simulate their day-by-day 
homemaking activities—cooking, sew- 
ing, making beds, etc. During the com- 
petition a board of judges, comprising 
the nation’s outstanding home eco- 
nomists, will visit each of the villas 
and score the contestants on their 
household skills. 

City, county, and state homemaking 
contests, consisting of cooking, bak- 
ing, menu-planning, sewing, and wash- 
ing and ironing, will be held through- 
out the country in gas company audi- 
torlums during the months of March 
1 April. Judging will be done by 
h State’s outstanding home econo- 
ts. 
sounds like a stiff test — competi- 
i\ > housekeeping away from home — 
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“Operation Mrs. Americe”’ 
Underway For Third Year 


Jan Gartman, Assistant Editor 


but the chance for the famous “Mrs. 
America, 1957,” title and its fabulous 
$15,000 worth of prizes is well worth 
the time and effort. In the 1956 contest 
some 60,000 applications were entered. 
As an incentive to 100,000 applications 
that are expected to be entered, each 
state winner will receive $500 worth of 
prizes as well as an all-expense-paid trip 
for herself and her husband to the 
grand finals in Florida. 

Sponsorship for the contest is on an 
exclusive basis. The AGA is sponsor- 
ing the city, county and state elimina- 
tions in member gas utility companies 
in each of the 48 states and the District 
of Columbia. The gas companies, 
themselves, will spend $1,000,000 in 
local newspaper advertising; displays 
and on local radio and television sta- 
tions. Cooperating with the gas com- 
panies at the local level for the first 





Prizes for Winners 

Mrs. America; 

$15,000 in prizes including a New 
Freedom Gas Kitchen and Laun- 
dry, a 1956 DeSoto Fireflite, V8 
four-door sedan, and a trip to 
Europe. 

State Winners; 

$100 Gruen wrist watch 

$100 set of Samsonite luggage 

$100 Sacony travel wardrobe 

$100 Ciro fragrances 

Wear-Ever set of cooking utensils 

All expense-paid trip for 2 to Florida 
for the Grand Finals. 











time this year are the 2800 dealers of 
the DeSoto Division of the Chrysler 
Corporation. Another new sponsor this 
year is the Colgate-Palmolive Com- 
pany, which plans to spend nearly 
$500,000 on “Mrs. America” in con- 
junction with its detergent AD. Other 
national firms that have participated 
in the past and have re-signed for 1957 
include American Kitchen division of 
AVCO Manufacturing Company; Gas 
Appliance Manufacturers Association, 
Range Division; Robertshaw-Fulton 
Controls Company; Servel, Inc.; The 
Aluminum Cooking Utensil Company, 
Inc.; John Wood Company; Proctor 
Electric Company; and Sabena Belgian 
World Airlines. 

It is estimated that nearly $1,000,000 
will be spent by all sponsors in na- 
tional magazine advertising. Dealer 
mats for local newspaper advertising 
as well as local TV and radio spots will 
be provided by AGA for gas utility 
companies; DeSoto for its dealers; Col- 
gate-Palmolive for supermarkets and 
grocery stores; American Kitchen for 
homebuilders and its dealers; John 
Wood Company for local plumbing 
suppliers; Gas Range Manufacturers 
for utilities, appliance dealers and de- 
partment stores; Robertshaw-Fulton 
Controls for gas utility companies; 
Servel, Inc., for gas companies, dealers, 
and department stores; Aluminum 
Cooking Utensil Company for its deal- 
ers and department stores; Proctor 
Electric Company for utilities and de- 
partment stores; and Sabena Airlines 
for travel agencies. 
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Home Service Workshop 
Highlights “Steps to Success”’ 


“Steps to Success” was the theme of the Home Service 
Workshop held recently in the ballroom of the Hotel Mayo, 
Tulsa, Oklahoma. Sponsored by the Home Service Commit- 
tee of the American Gas Association, the program highlighted 
current industry programs, including the “Mrs. American” 
campaign and the AGA educational program. Delegates from 
30 states and two Canadian provinces participated in the 
Workshop. 

Top burner cookery, temperatures for food preparation, 
public service and sales promotion, and home service training 
programs were discussed during the two-day conference. All 
phases of modern gas range cookery were demonstrated, and 
a symposium series of successful sales activities was pre- 
sented each morning of the workshop. 

Four demonstration stages in the display room featured gas 
ranges, laundry and drying equipment. Developments in 
equipment for New Freedom Gas Kitchens and Laundries 
were emphasized in a field trip to 20 kitchen displays at the 
Oklahoma Natural Gas Company. 

Speakers at the two luncheons include L. C. Clark, mayor 
of Tulsa; and Joseph Bowes, chairman of the board of Okla- 








Thermostatically controlled top burner operations are 
explained by Frank H. Trembly, director of sales of Phila- 
delphia Gas Works, at a recent meeting of retail salesmen 
in Philadelphia. 


Brooklyn Utility Uses 
“Floating Billboard” 

The Gas Heat story is being carried 
to every part of Brooklyn Union’s ter- 
ritory by the Charles W. Habacker 
trucking company which carries gas 
appliances for the Brooklyn Utility. 


“INSTALL CLE 


GAS 








“Steps to the Stars’’ was the basis of a sales slanted 
demonstration presented by Mrs. Ellen Bridges, Pittsburgh, 
Kansas, left, and Helen Dunlap, Joplin, Missouri, at the Home 
Service Workshop. 


homa Natural Gas Company; H. Vincent Potter, formerly of 
AGA, and now vice president of Oklahoma National; Bur- 
nett Cross, Teachers College, Columbia University; Mrs. 
Ramona Deitermeyer, the 1956 Mrs. America; and C. S. 
Stackpole, managing director of AGA. 


Roper Range Features 
“Top Burner That Thinks” 


The controllability of the “Top Burner That Thinks” on 
the newest Matchless Roper gas range was demonstrated re- 
cently at a dinner meeting of the Philadelphia Gas Works, 
retail sales force, at the Sylvania Hotel, Philadelphia. 

The thermostatically controlled top burner was demon- 
strated on five different models of the 1956 line. Incorporat- 
ing a small, circular sensing unit in the center of the top 
burner that is held against the bottom of the cooking utensil 
by spring tension, the heat is regulated by an oven-type heat 
control dial on the front panel of the range. 

The flexibility of the thermostatic burner was tested in the 
preparation of eight separate cooking operation including the 
brewing of coffee. The new burner makes the vacuum coffee 
pot automatic in that the pot does not have to be removed 
from the burner because the temperature drops down auto- 
matically. Forty-three per cent of the January range sales 
through PGW channels were equipped with thermostatically 
controlled top burners. PGW is using the unit as a founda- 
tion for planning their Spring Matchless sales campaign. 


HEAT 


yeors MONEY BACK TEST 








Hating to see all that “floating bill- 
board” space go to waste, BU’s Adver- 
tising Department came through with 
the whole gas heat story—clean, eco- 
nomical—in tones of blue and yellow 
when given the ok by the Habacker 
firm. Six vans will carry the gas heat 
legend to the more than 3,000,00 peo- 
ple who are served by the company in 
Brooklyn and Queens. 
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3-ton All-Year® Unit 


This amazing new model puts air 
conditioning within the reach of more 
of your customers. Simplified design, F 
easier installation, and space-saving 
size actually save hundreds of dollars. 


ro 


products! | 


Servel has pioneered in the field of residen- 
tial and industrial cooling with gas. And 
now, Servel introduces two new products to 
help you sell more gas during your summer 
slump. 

You can help Servel help you—by pro- 
moting these and other Servel products in 





' “i bs 
your area. Write today for complete infor- 25-ton Water chiller a 
mation about Servel air conditioning, adver- Here, for the first time is a water - 
tising and sales promotion. SERVEL, INC., Fag, chiller with all operating and safety |%& 
Dept. AMG36, Evansville 20 ian controls built in. Saves a customer real ig 


money because it is simpler and faster 


y P ‘ to install—three simple connections. 
Sorel, the name tc watch for great advances in % 


AIR CONDITIONING ¥ REFRIGERATION 


Also manufacturers of the famous Servel ‘‘ice-Magic’’ Gas Refrigerator 
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Nation’s Number One homemaker, Mrs. America of 1956 (Mrs. Ramona 
Deitmeyer), gets latest information on automatic cooking from Rhea Shields (left), 
home economics director, during recent visit to Robertshaw Research Center, 
Irwin, Pennsylvania. Mrs. Wilma Boyd (right) of Wilkinsburg, Pennsylvania, 
runner-up in national homemaker competition, looks on. 


Wedgewood Introduces 
Revolutionary Broiler 

A new three-way “Select-A-Broiler” 
incorporating an automatic twin rotis- 
serie, adjustable high broiler and deep 
pan barbecue broiler has been an- 
nounced by the Wedgewood major 
appliance division of Rheem Manu- 
facturing Company for its 1956 full 
line of gas ranges. 


The twin rotisserie is of simple 
construction — a single crossbar and 
two spits — for fast, easy conversion 
and is powered by a quiet, constant- 
speed motor. Chromized wire radiants 
are used for infrared radiated heat to 
impart a near charcoal-broiled flavor 
to meats. 

Wedgewood’s adjustable “Select-O- 
Grill” high broiler, featuring fingertip 
control, may be placed in a storage 
drawer beneath the broiler when the 
rotisserie is in operation. 
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One Complete Wagoner Water 
Heater Every 115 Seconds 

The new America and Southern 
plant, manufacturers of Wagoner Auto- 
matic Gas and Electric Water Heaters, 
has a current production rate of one 
completed, packaged, and ready-to- 
ship water heater every 115 seconds. 

Since moving into their new Nash- 
ville, Tennessee, plant, America and 
Southern Corporation has announced 
a production increase of 51 per cent 
for 1956 over 1955 for the same period. 


Low Price Automatic Gas 
Water Heater Made by Ruud 

A new automatic storage gas water 
heater that can provide hot water serv- 
ice to meet competition in the ex- 
tremely low price bracket has been 
announced by Ruud Manufacturing 
Company. 

The new Pacemaker Series of Ruud 
gas water heaters with Enameline 
(glass-lined) tanks consists of two 
units. Model EP 30-25 has a storage 
rating of 30 gal, a recovery rating of 
25 gal per hour, and a 1-hour per- 
fomance rating of 55 gal. The larger 
automatic storage gas water heater, 
Model EP 40-30, has a storage rating 
of 40 gal, a recovery rating of 30 gal 
per hour, and a 1-hour performance 
rating of 70 gal. Both models of the 
water heater are now in production 
and are being stocked at all Ruud re- 
gional warehouses. 


Commercial Units Added 
To Bowser Incinerator Line 
Three commercial units have been 
added to Bowser, Inc., Incinor’s line of 
domestic incinerators. The Incinor uses 
a burning principle to attain smokeless 
and odorless operation which is accom- 
plished by means of a high-temperature 
secondary combustion chamber. Con- 
trolled air is drawn in by venturi ac- 


tion to attain accelerated combustion, 
which produces very high temperatures 
and completely burns combustible 
gases, and eliminates odors. The design 
also allows fly ash to settle in the 
chamber. 

Extensive tests conducted by smoke 
abatement and air pollution commit- 
tees assures the new Incinor models’ 
acceptance under strict air-pollution 
and smoke-abatement regulations. 


Roper ‘Tem-Trol’ Incorporated 
‘arRANGEable’ Built-In Units 

The Roper “Tem-Trol” controlled- 
heat top burner for its “arRANGE- 
able” built-in gas cooking units is now 
available. 


The new burner brings to top-o 
range cooking all the advantages of a: 
curate temperature control, proven fc 
years in gas range ovens. It offe 
a wide selection of precisely-co! 
trolled heats that maintain temper: 
ture settings within 2 deg accurac: 
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Lone Star Gas Buys 
Air Conditioning Units 

Lone Star Gas Company, Dallas. 
has bought the first production units 
of the Cobaire, a new type of gas- 
fueled condensing unit for air condi- 
tioning, off the assembly line at Cobel! 
Industries, Fort Worth, Texas. 

Initial production for Lone Star will 
be primarily three and five ton units 
that will require no special equipment 





rooms. Somewhat smaller than an av- 
erage office desk the units may be in- 
stalled remote from the cooling coil. 
Utilization of existing duct work in 
homes equipped for central heating is 
one of the selling features of the 
Cobaire. Units may be operated on 
either natural or LPG and operating 
costs, according to tests, are more than 
50 per cent below comparable air 
conditioning units powered by other 
means than gas. 


Central Heating Unit 
Shipments Set New Records 

Gas central heating unit shipments 
wound up 1955 with a set of new rec- 
ords, according to the December fig- 
ures released by the Gas Appliance 
Manufacturers Association. 

For example, during December gas- 
fired warm-air furnace shipments 
reached 54,600 units, an 8.5 per cent 
increase over the 50,300 shipped last 
December to make a grand total of 
838,300 units for the full year. This 
is a new record and represents a 27.8 
per cent increase over the 655,900 
units shipped last year, the previous 
record period. 

Edward R. Martin, director of mar- 
keting and statistics for GAMA, re- 
ported that a new year’s mark also 
was set by the gas-fired boiler division 
with 4,900 units shipped in December 
as against 4,200 units the year before, 
for a gain of 16.7 per cent. This 
brought the year’s shipments to 90,000 

nits, a 12.2 per cent increase over the 
previous record year of 1954 when 
‘0,200 units were shipped. 

Conversion burners were the only 

ppliance that did not set a new rec- 

rd. In December, 9,600 units were 
lipped, an increase of 4.3 per cent 
ver the 9,200 shipped in the same 
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month the year before. However, total 
shipments for 1955 were 209,500 
units or 6.6 per cent less than the 224.- 
400 units shipped in 1954. 

Martin pointed out that in the last 
half of the year conversion burners 
remarkable comeback since 
at the six month’s mark they had been 
running more than 30 per cent behind 
last year’s figures. 


scored a 


Payment Plan for Boilers 
Announced by Eclipse 

Eclipse Fuel Engineering Company, 
Rockford, Illinois, has announced a 


new time payment purchase plan to 
















THERE IS SAFETY 


Field. 


ANDERSON, 


IN THE HIGH PRESSURE FIELD 


News 


make it easy for anyone to buy a steam 
boiler plant in any size required for 
any process heating job. This eco- 
nomical plan allows the boiler user to 
replace old, inefficient equipment with 
a modern unit that will deliver hot, dry 
steam at minimum costs. 

The plan is simple and streamlined 
and can be set up with a minimum of 
paperwork. With the use of this plan 
a Type D steamboilerplant (Shp) can 
be purchased for $39.34 per month 
for 12 months, after the customary 
down payment. This figure includes all 
interest charges. Similar terms are 
available on larger size boilers. 


Accurate, Safe Control 


of tremendous pressures is an ever present 
problem in the gas field. Reynolds field Regu- 
lator illustrated at left is one of the many high 
pressure regulators built by Reynolds. It is thor- 
oughly tested and proved in service. It handles 
up to 1,000 pounds safely reducing same to 
pounds. For more than fifty-five years Reynolds 
has designed and built gas regulators. Safety, 
accurate performance, years of service—these 
are some of the built-in factors responsible for 


Reynolds enviable position in the Gas Control 


IMC 




















News 





Range Shipments 
Show Year’s Gain 

Domestic gas range shipments for 
1955 continued in strength during De- 
cember making it the best year since 
1951, according to the year-end figures 
released by GAMA. 

During December 143,100 units 
were shipped to dealers and distribu- 
tors, bringing the year’s total to 2,- 
244,900 units, an increase of 11 per 
cent over last year’s total shipments. 
This is the highest figure since 1951 
even though it does not include built-in 
ranges which are pressing close to the 
100,000 unit mark. 


————————_—_—_—————————_—__= 


All 1956 Dixie gas ranges will be 
equipped with the Thrifti-Cool needle 
pilot light at each burner. The pilot 
system has a small needle-like flame 
which is protected and does not give 
off a measurable heat in the kitchen. 
Once lighted, no further attention is 
necessary. 


What is the real worth 
of Cathodic Protection? 


The real worth of cathodic protection depends primarily upon 
its effectiveness after it is installed. Inadequately designed or 


improperly installed systems will not do the job. Savings on 


your corrosion control costs can best be obtained with experi- 
enced E. R. P. corrosion engineers working with your staff. 


Successful cathodic protection requires careful investigation 


and correct interpretation of all factors affecting the corrosion 


of any buried or submerged structure. When you use Electro 


Rust-Proofing cathodic protection services, you are assured 
of a successful installation, for E. R. P. brings to each job a 
background of 20 years experience in survey, design and in- 


U 
ne 





stallation of cathodic protection systems. 


Your inquiry—written now—will bring our engineers to 
discuss your corrosion control program—without obligation. 


Ev.ectro Rust-PrRooFrFinG 





CA Ic CORPORATION 
b se 30 MAIN STREET, BELLEVILLE 9, N. J. 
“tas ATLANTA CHICAGO DALLAS MONROVIA SEATTLE 
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Rockwell Hails Eased Terms 
On 30-Year Loans for Homes 

The easing of Federal regulations on 
Government-backed home loans will 
likely help maintain a needed rate of 
new home construction and implement 
a nationwide “war on obsolescence” in 
homes, institutions, schools, plants, and 
commercial establishments, said W. F. 
Rockwell, Jr., president of the Gas Ap- 
pliance Manufacturers Association, in 
hailing the move. 

The 1955 rate of home construction 
was at least 33 per cent below the num- 
ber of housing starts needed for a 
growing, migrating public, he said. 
The move by the Veterans Administra- 
tion and the Federal Housing Adminis- 
tration, restoring the 30-year mortgage 
repayment privilege to home-buyers, 
may dispel the pall that has hovered 
over the housing industry since last 
July. 

Prior to the July restrictive order 
and a later directive of the Home Loan 
Bank Board curtailing lending to re- 
gional Home Loan Banks, the gas ap- 
pliance industry—producers of ranges, 
water heaters, house-heating, refriger- 
ators, clothes dryers, incinerators, 
meters, and other essential home equip- 
ment—had become a reliable index to 
the progress of home building. 


Perfection Adds Vented 
Cool Cabinet Heaters 

The Perfection 
of the Hupp Corporation has added 
vented gas models to its Cool Cabinet 
heater line. First to be available will 
be models in 22,000, 30,000 and 45,- 
O00 Btu capacities. 


Industries Division 













These heaters are approved by AGA 
for natural, mixed or manufactured gas 
and are available with manual or auto- 
matic controls. Decorator-styled, these 
heaters come in a choice of seven duo- 
tone colors. Shown is Model X230. 











not ihn 





















56 


4 











New EQUIPMENT 


FOR THE GAS INDUSTRY 





Pressure Regulator. Design and de- 
elopment of a new series of pneumatic 
egulators of stability and reliability 
have been announced by Governaire. 
Series 5000 piloted regulators, intended 
primarily for remote setting of con- 
trollers, pneumatic gaging applications, 
ind laboratory use, are the first instru- 
ments to combine such accuracy with 





small size and simple functional design. 
Presently available in 25 and 60 psi 
standard ranges, for ¥s in. and 4 in. 
pipe sizes. Units are supplied with a 
single 4% in. NPT tap for a gage and 
provide a flow capacity exceeding 
6 cfm. 

Governaire Division, Bellofram Cor- 
poration, Burlington, Massachusetts. 


Diaphragm Valve. Straight-through 
flow with no dam to trap suspended 
matter is one advantage of the Wynn 
straight-through diaphragm valve, 
manufactured by Stockdale Engineer- 
ing Company. It provides two-way, 
leak-proof control of acids, oils, alkalis, 
rries and most hard-to-handle fluids, 
1 provides an unrestricted path for 
id to pass across the smooth valve 
ir. The diaphragm, made of flexible 
»ber or other material according to 
use, is molded in the “as closed” posi- 

1 to save maintenance costs. Dia- 
p' ragm is firmly bolted between the 
ve body and cover, and is fully sup- 
ted and controlled by the compres- 
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sor in the closed, throttling and open 
positions. No packing is necessary. 
Available in metallic and non-metallic 
body materials, in sizes from 12 in. to 
14 in. for threaded or flanged connec- 
tions, and can be used with pressures 
up to 250 psi according to size. 
Stockdale Engineering Company, P. 
O. Box 144, Haddonfield, New Jersey. 


Corrosion Resistant Pipe Dope Pre- 
vents Seizure. A Teflon based pipe 
dope that has given excellent perform- 
ance in threaded pipe and fitting as- 
semblies with corrosive and difficult- 
to-hold liquids now has unusual powers 
in minimizing seizure or galling. Gall- 
ing has become acute with the wider 
use of stainless steels and similar al- 
loys which have marked tendencies to 
seize and gall in service. ECO Engi- 
neering recommends T-Film*“ both as a 
pipe sealant for corrosive or hazard- 
ous fluids and as an anti-seizing agent 
for use with alloys that gall readily. 
Available in 2 and 4 oz jars at $2 and 
$4 per jar, f.o.b. Newark, New Jersey. 

ECO Engineering Company, 12 New 
York Avenue, Newark, New Jersey. 


Pocket Carbon Monoxide Detector. 
Pencil-size carbon monoxide detector 
shows at a glance if, in the air being 
tested, carbon monoxide is present in 
any concentration which is dangerous 
for either occasional, short-time or 
long exposure. The Monoxor tester is 
particularly useful as a “safety check” 
on carbon monoxide hazards in ga- 


MONOXOR Carbon Monoxide Detector 


REPLACEABLE INDICATING TUBE 
| CONTAINS CARBON MONOXIDE 
i SENSITIVE CHEMICAL WHICH — 


- 


| TURNS BROWNISH GRAY WHEN tp 
| CO PASSES THROUGH TUBE ’ 





ASPIRATOR With 
CONNECTOR FOR 
HOLDING THE 
NDIC ATING 

Tus 


rages, mines, vehicular tunnels and fur- 
nace rooms, and in commercial or resi- 
dential buildings where gas appliances 
are installed. Price of tester complete 
in case with 24 indicating tubes, 
$22.70. 

Bacharach Industrial Instrument 
Company, 7301 Penn Avenue, Pitts- 
burgh 8, Pennsylvania. 


Utility Air Hammer. A newly de- 
veloped air-operated, all-purpose utility 
hammer featuring “stop rotation” for 
alternate use as a rock drill or as a 
cement chipping hammer has been an- 
nounced by Thor Power Tool Com- 
pany. The Thor No. 15 has a simple ex- 
ternal cam lever control that permits 
instantaneous change from rotative to 
straight hammering action. It cuts 
clean, round holes to diameters up to 
15% in. 





«, 
iA, 
¢ 


Tool comes in two versions, 15D and 


15W, one for use as a dry tool and one 
for a wet tool to meet the problem of 
dust control. It weighs 15 Ib, length 
overall is 17% in. with % in. air hose 
and air hose inlet provided for. 

Thor Power 
Aurora, Illinois. 


Tool Company, 


Two-way Radio Simplified Dis- 
patching System. A simplified radio 
dispatching system designed to help 
users of mobile radio to utilize and 
control rolling stock to maximum ad- 
vantage, has been announced. Dis- 
patching system is built around a syste- 
matized card rack which will enable 
dispatchers or management personnel 
to determine at a glance the immediate 
destination, schedule, and load of each 
truck out on pickup or service calls. 
The system is applicable for utility, 
product maintenance, and other types 
of radio-controlled service fleets. 

Radio Corporation fo Amrica, 30 
Rockefeller Plaza, New York 20, New 
York. 
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News 


Gas Air Conditioning, Incineration Research 
To Be Featured by AGA Conference 

“Today's Research Pays Tomorrow's Dividends,” will be 
the theme for the 11th Annual Research and Utilization Con- 
ference of the American Gas Association to be held at the 
Hotel Cleveland, Cleveland, Ohio, April 3 and 4. This con- 
ference is sponsored by the AGA Committee on Domestic 
Gas Research and AGA Utilization Bureau. 

Gas air conditioning and gas incineration are to be 
featured in the program. Intensive research is being done on 
these domestic gas services and reports on this research will 
evaluate the significance of the conference theme. 


Corrosion Short Course to Be Held 
At Oklahoma University 


Corrosion problems and how to solve them will be featured 
at the annual Corrosion Control Short Course sponsored by 
the University of Oklahoma and the Central Oklahoma Sec- 
tion of the National Association of Corrosion Engineers. This 
year’s meeting will be held April 3-5, on the university 
campus. 


Natural Gas Common Stock 
Prices, Dividends and Yields 


Although most equity markets declined during January, 
natural gas common stocks resisted the trend, and the price 
index ended the month only 0.5 per cent below the December 
1955 closing average, and remained 6.5 per cent above the 
level of January, 1955. Average dividend payments, amount- 
ing to $1.74 per share indicated a year to year gain of 9.4 per 
cent. Based upon recent prices, the resultant average yield 
of 4.71 per cent registered an improvement of 2.8 per cent 
over the return obtainable one year earlier. These data are re- 
ported weekly by Moody’s Public Utilities and are summar- 
ized monthly by the American Gas Association. 

The price of the 10 gas transmission company stocks in- 
creased 12.0 per cent over the comparable period of last year, 
while the price of the 10 gas distribution utility stocks in- 
creased 4.6 per cent. The latter group also recorded a 1.2 
per cent increase over the December closing average. Ac- 
companying these price changes were increased dividend pay- 
ments of 13.9 per cent and 11.2 per cent respectively for the 
transmission and distribution components of the index. The 
concurrent yields of 4.41 per cent and 4.89 per cent showed 
respective gains of 1.6 per cent and 6.3 per cent over the 
comparable period of last year. 

The following table lists stock prices, dividends and yields 
for 10 transmission companies, 10 distribution companies, 
and a composite group consisting of 30 companies, including 
the above two groups and 10 integrated systems having both 
transmission and distribution facilities. 


Natural Gas Company Stock Prices, Dividends and Yields 


1956 1955 
Ranges 
Jan. Jan Jan Jan Jan 1956-1955 
27 20 13 j 28 High Low 
10 Gas Transmission Common Stocks 1 
Price ($ per share 46.47 46.71 47.38 70 48 39.7> 
Dividend ($ per share 2.05 2.05 2.05 80 2. 05-1.8 
Yield (% 4 41 4.39 4 33 34 §2- 3.9 
10 Gas Distribution Common Stocks 
Price ($ per share 28.43 28.34 28.57 28.22 27.18 29.40-26 
Dividend ($ per share 39 39 =611.39 : 25 39- 1.2 
Yield (° 89 90 4.87 60 94- 4.4 
30 Natural Gas Common Stocks* 
Price ($ per share 36.93 36.80 37.: 37.03 34.69 37.85-33.5 
Dividend ($ per share 74 73) («173 59 74- 1 
Yield (% 71 70) (4.6 iy 58 71- 4.: 


* Includes 20 Gas Transmission and Distribution Stocks Included above, plus Stocks 
10 Integrated Companies 
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Selas Moves to New Million Dollar Plant 


As part of its continuing expansion 
and modernization program, Selas Cor- 
poration of America has moved from 
ts Philadelphia site to a new million- 
dollar plant in the suburbs just north 
of the city. 

The new plant is located at the inter- 
section of Limekiln Pike and Dresher- 
town Road, in Dresher, Pennsylvania. 
The Il-acre site, 14 miles north of 
downtown Philadelphia, has been de- 
veloped to provide fully coordinated 
facilities for all of the company’s 
activities. 

All research and development is now 
concentrated in one centrally located 
building specifically designed for in- 


tensive study of heat and fluid pro- 
cessing. The ceramics laboratory ad- 
joins the ceramics production area in 
the manufacturing building for con- 
venience to the necessary kilns. 

The manufacturing building, con- 
taining all production equipment as 
well as parts and raw-material storage 
adjoins the laboratory. Curtain-type 
interior wall construction and special 
mounts for production machinery pro- 
vide the flexibility to adapt this area to 
any future pattern of production 
requirements. 

A third building houses engineering 
and administrative offices and service 
facilities. 





A m™~ se p* 
Aerial View of new Selas plant, Dresher, Pennsylvania 





Newly-completed 106,000 sq ft plant at Statesboro, Georgia, has been 
purchased by Rockwell Manufacturing Company, Pittsburgh, from General 
Instrument Corporation, Elizabeth, New Jersey. Rockwell will use the facility for 





the manufacture of meters, valves and other products. 


McDowell to Build Propane 
Storage and Vapor Plant 

McDowell Company, Inc. of Cleve- 
land, Ohio, has awarded a contract to 
The Gas Machinery Company, Cleve- 
land, for the installation complete of a 
propane storage and propane vapor 
plant. The installation is to be made on 
the property of the Cleveland Cliffs 
lron Company at Eagle Mills, 
Michigan. 

[he propane fuel gas system will 
comprise liquid propane storage and a 
propane vapor plant to deliver propane 
lucl gas at a pressure of 20 psig. Two 
30.000 gal propane storage tanks are 
included in the installation. 





GAMA Elects Four 
New Members 

Four new companies, including one 
in England and one in Canada, have 
been elected to membership in the Gas 
Appliance Manufacturers Association. 

They are the Deering Air Condition- 
ing Company, Cincinnati, Ohio, maker 
of air conditioners and heating and do- 
mestic hot water units; Screw Machine 
Products Company, Portland, Oregon, 
manufaciurer of room heaters; Furnas- 
man Manufacturing Company, Ltd., 
Winnipeg, Canada, maker of house 
heating furnaces and conversion burn- 
ers, and General Gas Appliances, Ltd.., 
Manchester, England, manufacturer 
of gas cookers and room heaters. 
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Soreng Products and 
A-P Controls Merge 

Louis Putze, president of Soreng 
Products Corporation, Schiller Park. 
Illinois, and Roy W. Johnson, presi- 


. 





ai 


Louis Putze 


R. W. Johnson 


dent of A-P Controls Corporation, Mil- 
waukee, Wisconsin, jointly announce 
that their two companies have merged 
to form the newly created Controls 
Corporation of America. 

This merger combines the facilities 
and talents of the two companies to 
serve the interests of the home laundry, 
home heating, commercial refrigera- 
tion, air conditioning, and automotive 
industries. The new corporation will 
be headed by Louis Putze as president, 
and Roy W. Johnson as chairman of 
the board. 


Clow to Build Cast Iron 
Pipe Plant in Chicago 

Plans to construct a large cast iron 
pipe manufacturing plant to help meet 
the increased demand created by mid- 
western urban growth has been an- 
nounced by James B. Clow and Sons, 
Inc., Chicago. The firm is one of the 
top three producers of cast iron pres- 
sure pipe for gas distribution systems. 

The plant, first of its type to be built 
in the Chicago area, is the central proj- 
ect of a $5,000,000 expansion pro- 
gram. It will have a capacity of 80,000 
tons of pipe a year for use primarily in 
municipal water and gas distribution 
systems. 


Trane Announces Five New 
Additions to the 1956 Line 

‘The Trane Company has announced 
that five new products are ready for 
immediate distribution. Included are 
a completely redesigned line of self- 
contained air conditioners, a new Class 
3 centrifugal fan line, improved line 
of type “C” convectors, a new line of 
induction UniTrane room air condi- 
tioners and an expanded line of larger- 
sized CenTraVac centrigufal water 
chilling units for big building air 
conditioning systems. 
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PIPE STOPPERS 
OF ALL KINDS 


SAFETY 
GAS MAIN 
STOPPER 


COMPANY 
INC. 


523 Atlantic Avenue 
Brooklyn 17, N.Y. 


Cable Address: GASTOPPER, N. Y. 











eLP-Gas 

e Engineering 

e Plant Design 
e Construction 


Over a Quarter Century 
of Experience 
Request Our Brochure On Letterhead 
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SKELLY OIL COMPANY 
INDUSTRIAL DIVISION 
Box 436, Kansas City 41, Missouri 
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New LITERATURE 
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Differential Converter Mercuryless 
Flow Transmitter. Differential conver- 
ter mercuryless and liquid level trans- 
mitter, with non-bleed pilot relay is de- 
scribed in a new Honeywell specifica- 
tion sheet. These operate on the neu- 
matic-balance principle, and transmit 
readings to receiving instruments at 
distances as great as 1000 ft from the 
point of measuring. 

Specification Sheet 248, Minneapo- 
lis-Honeywell Regulator Company, 
Wayne and Windrim Avenues, Phila- 
delphia 44, Pennsylvania. 


Industrial-Commercial Incinerators. 
Catalog in color describes the com- 
plete line of Winnen Incinerators for 
industrial and commercial use. In- 
cluded are illustrations of each model, 
complete descriptions with specifica- 
tions, Cut-a-away view, and list of op- 
tional equipment. 

Winnen Incinerator Company, 932 
Broadway, Bedford, Ohio. 


Special Hazard Fire Protection. 
Automatic Sprinkler Corporation has 
announced publication of a new illus- 
trated catalog covering the various 
generally accepted methods of fire de- 
tection, fire prevention, fire control, 
and fire extinguishment associated 
with special hazard fire protection. 

Catalog 73, Automatic Sprinkler 
Corporation of America, Youngstown, 
Ohio. 


High Pressure Research Kit. Brooks 
Rotameter Company has released a 
bulletin describing their high pressure 
rotameter research kit for service up to 
3000 psi at 200 F. Features of a unique 
equalizing vent for laboratory or pilot 
plant and field testing are listed. 

Bulletin 140, Brooks Rotameter 
Company, Lansdale, Pennsylvania. 


Accident Prevention Manual. The 
National Safety Council has published 
a new and greatly expanded edition of 
its Accident Prevention Manual for 
Industrial Operations. Designed as the 
basic text for the safety man’s shelf, 
this Third Edition of the Manual in- 
cludes all the information needed to 
organize a comprehensive safety pro- 
gram and keep it going. Manual is a 
1341-page encyclopedia of safety with 
data on every aspect of industrial ac- 
cident prevention. Manual is priced at 
$13.50. 


National Safety Council, 425 North 


Michigan Avenue, Chicago 11, Illinois. 
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Solenoid Shut-off Valve. Automatic 
Switch Company has published a four 
page color brochure describing their 
new “4 in. general purpose 2-way 
solenoid shut-off valve with a full area 
port. 

Bulletin 8210A, Automatic Switch 
Company, 391 Lakeside 
Orange, New Jersey. 


Avenue, 


Portable Analyzer and Alarm Sys- 
tem. Details of a completely self-con- 
tained portable analyzer and alarm sys- 
tem for combustible gases have been 
published by Davis Instruments. 


Bulletin 11-35, Davis Instruments, 
47 Halleck Street, Newark 4, New 
Jersey. 


Valve Power Unit. Eclipse has an- 
nounced publication of a bulletin list- 
ing specification of their Series “R” 
Reverse Acting Power Unit for con- 
trolling gas pressure build-up in supply 
lines. 

Bulletin M-302-R, Eclipse Fuel En- 
gineering Company, 1002 Buchanan 
Street, Rockford, Illinois. 


Motorola Portable Radiophones. 
Motorola has announced publication of 
a bulletin covering the new Handie- 
Talkie portable radiophone. Bulletin 
lists descriptions of the H and P series, 
performance data, and accessories on 
each. 

Motorola Communications and Elec- 
tronics, Inc., 4501 Augusta Boulevard, 
Chicago 51, Illinois. 


Polyvinyl Chloride Blowers. New 
20-page brochure contains complete 
technical specifications on the IPF line 
of un-plasticized rigid polyvinyl chlo- 
ride blowers. Complete performance 
tables on all models of the IPF blower 
line, which provide a range from 143 
CFM to 7722 CFM, are included 

Bulletin 102, Industrial Plastic Fab- 
ricators Inc., Norwood, Massachusetts 


Coordinated Built-In Automatic Gas 
Ranges. Western-Holly Appliance 
Company has recently released a speci- 
fication sheet listing pertinent inform a- 
tion on the installation of their co'or 
coordinated built-in automatic fas 
range units. The 1956 presentat on 
folder showing actual installations in 
color is also available. 

File No. 35-C-11, Western-Holly + p- 
pliance Company 8536 Hays Stri?t 
Culver City, California. 
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TRADE PERSONALS 


ABOUT MEN WORKING 
WITH THE GAS INDUSTRY 





@ The Patrol Valve Company, Cleve- 
land, Ohio, has announced five addi- 
tions to its sales staff. 

Covering the Buffalo-Erie Territory 
is Thomas Associates, Buffalo, repre- 
sented by Thomas Breach and J. Fos- 
ter Werling. Richard Dirkes will cover 
Western Missouri and Northwestern 
Kansas, with Tom Carmen in Southern 
Kansas and Oklahoma. In Greater 
Philadelphia Patrol is represented by 
Thomas Harper. 


@ Herbert Rollins, formerly with 
Radio Corporation of America, Cam- 
den, New Jersey, has been appointed 
national service manager of Magic 
Chef, Inc. 


Thomas Breach 





J. F. Werling 


@ Charles Hakimian has been ap- 
pointed president of Norge Chicago 
Corporation, distributor of Norge ap- 
pliances in 21 Illinois and Indiana 
counties surrounding metropolitan Chi- 
cago. 


@ Harry Bowser, formerly director of 
sales development, has been promoted 
to sales manager of the home appliance 
sales division of Servel, Inc. He suc- 
ceeds Roland D. Payne. 


@ Edward H. Neubauer, formerly a 
service representative in New York 
region, will manage the New Haver 
district for Servel, Inc. Richard J. Roza 
will head the Minneapolis district. 


@ R.C. “Bob” Servat has been named 
manager of the Houston, Texas branch 
of General Controls Company. He for- 
merly was manager of the General 
Controls New Orleans branch. George 
A. Williams, Jr., has been promoted 
from assistant manager to manager of 
the Detroit factory branch. John F. 
Dickson has been appointed manager 
o! the Chattanooga, Tennessee, branch 
office. He formerly was a field repre- 


sentative at the General Controls De- 
troit factory. Byron B. Spinney has 
b en named regional representative for 
General Controls Company of 
\ 


w York regional office with head- 
q arters in Long Island City. 


> 





Richard Dirkes 


@ Edward J. Cassidy has been ap- 
pointed director of quality control for 
the home appliance division of Servel, 
Inc. 


@ J. French Robinson, recently re- 
tired president of Consolidated Natural 
Gas Company and chairman of East 
Ohio Gas Company, has been named 
to the staff of Republic Steel Corpora- 
tion in an advisory capacity. 


@ Elmer B. Dunkak has been elected 
to the newly created position of vice 
president, sales, for Selas Corporation 
of America, Philadelphia. 


Tom Carmen 


@ Howard M. Moore, Moore Sales 
Company, Detroit, has been appointed 
a Wedgewood (Rheem Manufacturing 
Company) representative in Michigan, 
northern Indiana and northern Ohio. 
E. F. King and R. H. Kellin, Thermal 
Company, Inc., St. Paul, Minnesota, 
have been appointed distributors for 
Wedgewood gas ranges. 





Thomas Harper 


@ Bruce Cramer 
has been appointed 
Refractories Engi- 
neer for Michigan 
and Indiana by 
Norton Company. 
He succeeds David 
Bolon, resigned. 
Cramer has_ been 
Refractories Engi- 
neer in Texas since 
1954. 


Bruce Cramer 


@ J. Robert Kelley has been elected as 
president of Manning, Maxwell and 
Moore, Inc. He succeeds Hamilton 
Merrill, who has retired after 35 years 
with the company. 





Charles Hakimian Harry Bowser 


@ Lee J. Hoffman, manager of the 
Franklin Plant of the Chicago Pneuma- 
tic Tool Company and member of the 
Board of Directors has retired, thus 
completing 46 years of service to the 
company’s air compressor and diesel 
engine division. H. E. Moore, who has 
been with the company since 1919, will 
succeed Hoffman. 
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New and old officers of the Guild of Ancient Suppliers gather at the Wassail., left 
to right: Front row — Mayor William G. Hamilton, Jr., American Meter Company, 
Philadelphia; Keeper of the Treasure Glenn H. Niles, consulting engineer, Ridge- 
wood, New Jersey; Alderman T. T. Arden, Robertshaw-Fulton Controls Company, 
Long Beach, California; Warden Irving E. Seith. Back row — Warden Joseph H. 
Lewis; Warden T. M. Gilbert; Alderman F. K. Toney, Combustion Engineering Com- 
pany, Charlotte, North Carolina; and Clerk William B. Ashby, American Meter Com- 
pany, Philadelphia, Pennsylvania. 


47 














UNIVERSAL 


GAS SERVICE REGULATORS 
FOR CONVERSION 
OR PRESSURE ELEVATION 


A REGULATOR, 
BREATHER VENT 
AND CATHODIC 
INSULATOR IN 

ONE PACKAGED 
UNIT 









U. S. Patent 
_ No. 2,577,480. Other 
Patents Pending. 
TYPE 51-R 
FOR EVERY 
INSTALLATION 


m5 


EXCLUSIVE FEATURES 
NOT FOUND ELSEWHERE! 


Exceptionally high relieving capacity obtained 
by new type internal relief valve. Remarkable 
by-pass check valve pre- 


vents over-shooting of low SEND FOR 
ressure and damage BULLETIN 
t ge NO. 521 


to meter. 


UMIVERSAL 


CONTROLS CORPORATION 


P. O. BOX NO. 13122 
WALNUT HILL STA. DALLAS, TEXAS 















Find Out 
How 


HEATH SURVEYS 


+ and classify 
gas leaks 





+ thorough check 


of all areas 


~~ nam you maximum 


SAFETY 





You can’t sell gas that 
leaks out before it 
reaches the meter. 


Write for details about 
gas conserved by 
companies using the 
HEATH SURVEY 
method. 
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Personals 








S&. | Pe 2 
S. F. Skafte D. G. Harmon 


@ Stanley F. Skafte, manager of the 
heating and air conditioning division 
of Utility Appliance Corporation, Los 
Angeles, has been elected to the 
Board of Directors. He has headed the 
division for three years, and has been 
associated with Utility since 1947. 


@ D. G. Harmon has been appointed 
secretary to William Wallace Com- 
pany. He joined the company in 1950 
and has held the position of chief ac- 
countant and assistant secretary. 





IN 


Ollie Blodgett 


Lee Sherwood 


@ Ollie Blodgett, manager and Lee 
Sherwood, assistant manager of Pump 
Engineering Company, Wichita Falls, 
Texas, have been appointed exclusive 
distributors in the north central Texas 
area for Gasco Pump and Burner 
Manufacturing Company, Tulsa. 





1955 Index 
The editorial index of all articles 
published in The American Gas 
Journal during 1955 is now avail- 
able. Subscribers wishing to receive 
a free copy should write on com- 
pany letterhead to AGJ, P. O. Box 

1589, Dallas 21, Texas. 
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WANTED 


Assistant Sales Manager for company 
manufacturing line of gas heating 
equipment and evaporative coolers. 
Position requires both inside sales ad- 
ministration and outside contact with 
trade and own salesmen. Offers unlim- 
ited opportunity to man with imagina- 
tion and enterprise. Experience in gas 
heating sales desirable but not neces- 
sary, if other experience compensates. 
Midwest location. Salary open. 

Box No. 40, c/o American Gas 
Journal. Box 1589, Dallas, Texas. 
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GAS METERS 


Tomorrow’s profits rest in the hands of the gas meters you buy 
today. That's the “credo” of Superior design and manufacture... 
to profit for you in three ways: 

First . . . through unfailing accuracy, to protect public confi- 
dence in your services . . . at the same time protecting those serv- 
ices by preventing losses in the revenue needed to maintain them. 

Second .. . to reduce repair costs. Superior concentrates on 
the little details that keep vital parts working years longer with- 
out replacement . . . details that save valuable minutes in the 
shop . . . details that help you get Superior meters OK’d and 
back on the job without fuss or delay. 

And third . . . to protect you from premature obsolescence . . . 
by building meters that last longer . . . and by a firm policy of 
always making repair parts available for Superior meters . . . no 
matter how old. 

What more could you ask of a quality meter? Ask it all of 
Superior . . . with confidence . . . next time you buy. 


SUPERIOR METER COMPANY, INC. 
19 West 50th St., New York 20, N. Y. 
A SUBSIDIARY OF NEPTUNE METER COMPANY 


SALES OFFICES: Atlanta, Boston, Chicago, Dallas, Denver, 
Los Angeles, Louisville, No. Kansas City, Philadelphia, 
Portland, Ore., San Francisco (Millbrae) 


SU-3 

















Formed from a solid piece of the fifest quality lamb- 
skin, specially tanned, vacuum gfed, cemented and 
tied to metal flanged rings, Sppyague Diaphragms re- 
tain their tightness and flexifility for continuous low 
differential operation. By usfhg genuine Sprague parts 
you reduce maintenancefosts and keep the original 
equipment efficiency shat Sprague builds into its 
products, thus assupging more profitable operation. 


SS) oe Sprague METER COMPANY 
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BRIDGEPORT 4, CONN. DAVENPORT, IOWA; HOUSTON 3, TEXAS; LOS ANGELES 23, CALIF.; SAN FRANCISCO 11, CALIF 
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